To:  Lyke,  JenniferfLyke. Jennifer@epa.gov] 

From:  Strausbaugh,  Dan 

Sent:  Wed  8/12/2015  6:57:33  PM 

Subject:  RE:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


Absolutely 


Dan  Strausbaugh,  MPH 


CAPT.  U.S.  Public  Health  Service 


Director,  Region  8 
Acting  Director  Region  7 

Agency  For  Toxic  Substances  and  Disease  Registry 


Division  of  Community  Health  Investigations 


Helena,  MT 

Office  (406)  457-5007 

24/7  Cell  (303)717-2952 


From:  Lyke,  Jennifer 

Sent:  Wednesday,  August  12,  2015  12:56  PM 
To:  Strausbaugh,  Dan 

Subject:  FW:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 
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Dan, 

George  is  on  leave  and  I am  acting.  Can  you  include  me  on  these  emails?  Thanks. 

Jennifer 


From:  Young,  Patrick 

Sent:  Wednesday,  August  12,  2015  1:53  PM 

To:  Lyke,  Jennifer 

Subject:  FW:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


From:  Strausbaugh,  Dan 

Sent:  Wednesday,  August  12,  2015  1:49  PM 

To:  Stephens,  James  W.  (ATSDR/DTHHS/OD);  Forrester,  Tina  (ATSDR/DCHI/OD);  Cassandra  V Smith; 
Cseh,  Larry  (ATSDR/DTHHS/OD);  Watters,  Michelle;  Burgin,  Deborah;  Young,  Patrick;  Knowles,  Robert 
Cc:  Strausbaugh,  Dan 

Subject:  FW:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


fyi 


Dan  Strausbaugh,  MPH 


CAPT.  U.S.  Public  Health  Service 


Director,  Region  8 
Acting  Director  Region  7 

Agency  For  Toxic  Substances  and  Disease  Registry 
Division  of  Community  Health  Investigations 
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Helena,  MT 

Office  (406)  457-5007 

24/7  Cell  (303)717-2952 


From:  Thomas,  Deb 

Sent:  Wednesday,  August  12,  2015  12:44  PM 
To:  R8  All  Employee 

Subject:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


This  message  is  to  inform  employees  that  we  have  a new  website  dedicated  to  information  about 
the  Gold  King  Mine  response.  This  website  includes  the  latest  information  on  the  spill  and 
EPA’s  response.  Please  follow  the  website  for  the  latest  information: 

http://www2.epa.gov/goldkingmine 


Debra  H.  Thomas 
EPA  Region  8 

Deputy  Regional  Administrator 
303-312-6298 

thomas.debrah@epa.gov 
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